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99.8% 


Deep Discovery Inspector was nearly 100% an ae ieee Day of Test cycle (33 Total Day 
effective during the Q2 2021 test cycle, Of 215 threats 4-hours old or less, Deep On 32 of 33 days during the Q2 2021 
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over 33 days of testing 100% effective 
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99.6% 


Deep Discovery E-mail Inspector was nearly 100% 
effective at blocking malicious threats in email 
during the Q2 2021 test cycle, detecting all but 2 of 
the 571 malicious emails 


False Positives 


Deep Discovery E-mail Inspector 
properly handled all legitimate, non- 
malicious emails 
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